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lating air currents to carry heat away from 
the hotter months, while affording maximum|| 
sun c&mage or accumulations of snow, sleet, ic< 
Th« beauty of SHIELD ALL standard si^ed a 
is highl%hted by dual white feature stripes and 
front and side va^nces that give added winj 
tection. j 

SHIELD ALL standard ^zed awnings may be 
the preferred slope. See product descriptions f 


ELDALL standard sized aluminum awnings possess all the 
outstanding construction features heretofore restricted special- 
built custom awnings. What’s more, their perfectly tailored, 
generously proportioned lines make them suitable canopies for 
most doors and windows. 

SHIELDALL awnings are made with interlocking aluminum 
panels, beautifully finished in lifetime, fade-resisting, baked 
enamel colors. 

Special leakproof Chimney Vent construction stimulates venti- 




FLORIDIAN NO. 2 
50 inches wide 


$49.50 


• TILE RED & WHITE 


• ROYAL BLUE & WHITE 


7^ CoTiijotmM 


• CRASS GREEN & WHITE 

523/8" Pan 


60" Pa 


42" Proj 


FOR DOORS — Recom¬ 
mended especially for front 
doorway and stoop protec¬ 
tion. Projeaion of 'hVi 
feet or more may be at¬ 
tained by proper placement 
and adjustment of side 
braces. 

FOR WINDOWS — Side 
braces are placed to bring 
lower front valance ap¬ 
proximately equal to center 
of window. 


*65 


.00 


CALIFORNIAN NO. 3 
60 inches wide 


I 


FOR WINDOWS—The large-sized Califor¬ 
nian is adaptable to double windows, small picture 
windows and porch step proteaion. 


FOR DOORS 

— Enhances your 
property value while 
providing extra large en¬ 
trance protection and generous 
stoop coverage. Five foot top surface. 


F.O.B. Foctory 


F.O.B. Factary 


All Standard sized SHIELDALL awnings may be joined together with available splicing parts when 
wider awnings are required. EOR EXAMPLE: A 6-ft. to 8-foot picture window or large concrete 
stoop may be covered by splicing two 40" or 50" standard units. Ask your SHIELDALL dealer for 
details for splicing New Yorker to New Yorker, Floridian to Floridian, Californian to Californian. 
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ROYAL BLUE & WHITE 


TILE RED & WHITE 

\ . 

CRASS GREEN & WHITE i 
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40 INCHES WIDE ^ 


Suitable for doors 


up to 




r. SIZES 

I 

R THE LEAST 


FOR DOORS FOR WINDOWS 


FEATURES 

• All-Weather Protection • Distinctive White Feature Stripes 
• Minimum Cost • Lifetime Aluminum Construction 

• Leak proof Ventilation • Stylish Provincial Designing 
• Infra-Red Raked Enamel Surfaces 
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LEAK-PROOF CONSTRUCTION 






select 


SHIELDALL 


• PERMANENT — SHIELDALL awnings are easy- 
tO'install, easily removable units that permanently 
protect your property against all weather. 

• CONSTRUCTION — Lightweight strength, re¬ 
enforced aluminum construction makes SHIELDALL 
awnings adaptable for all buildings. 

• BEAUTY — Functional styling, highlighted by 
gleaming white feature stripes and baked enamel fin¬ 
ishes give SHIELDALL awnings an appealing charm 
that endures for a lifetime of comfort. 

• QUALITY — SHIELDALL awnings are quality 
products produced by skilled craftsmen, using the fin¬ 


est equipment and materials. All units are thoroughly 
inspected before packaging. 

• WORK-SAVING — No more storage problems or 
maintenance bills. SHIELDALL awnings have no 
moving parts to get out of order. They’re easy to 
clean, tool Periodic use of your garden hose or wiping 
with a damp cloth is all that’s needed to keep them 
looking like new indefinitely. 

• LOW COST — New mass production facilities and 
engineering techniques make possible increased sav¬ 
ings for you. Invest now for a lifetime of satisfaction 
with SHIELDALL permanent aluminum awnings. 


A SHIELDALL AWNING FOR EVERY PURPOSE 


• STANDARD SIZES —Three generously propor¬ 
tioned standard sized awnings with engineered adjust¬ 
ability make SHIELDALL practical, permanent cano¬ 
pies for doors and windows. 

• MULTIPLES OF STANDARD SIZES— SHIELD- 
ALL standard units may be spliced to unite any num¬ 
ber of individual standard units into one wide inte¬ 


grated awning for oversized picture windows and 
other installation points where standard projections 
are suitable. 

• CUSTOM-MADE SIZES— SHIELDALL quality 
constructed permanent aluminum awnings are also 
available in custom-made sizes to fit special installation 
or style preferences. 
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YOUNGSTOWN INDUSTRIES, INC., GIRARD, OHIO I 


YOUR TIME 


WITHOUT OBLIGATION — I would like complete in- 
formation including prices of my requirements. 

I am interested in SHIELDALL aluminum awnings for my 
[~~] home Q] business property 


ADDRESS 



CITY 

ZONE 

STATE 


BEST TIME TO CALL 


LITHO IN U.S.A 


FORM ST-lOO-51 
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